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UNCLASSIFIED 

PAGE 01 KARACH 00525 3I0943Z 
ACTION SCS-06 


Message Text 


INFO OCT-OI CCO-00 PASO-00 ISO-00 SSO-00 /007 W 

098755 3I0946Z/I5 

O3I0832Z JAN 78 

FM AMCONSUL KARACHI 

TO SECSTATE WASHDC IMMEDIATE 2898 


UNCLAS KARACHI 0525 


E.O. 11652: N/A 
TAGS: CASC 

SUBJECT: MICHAEL ANTHONY 


TO: DIRECTOR, DEPARTMENT OF CARDIOLOGY 
LOMA LINDA UNIVERSITY HOSPITAL 
LOMA LINDA, CALIFORNIA 92354 

1. MICHAEL ANTHONY, 13 YEAR OLD DEPENDENT OF KARACHI AMERICAN SCHOOL 
TEACHERS DOLORES AND GEORGE MICHAEL ANTHONY, SUSPECTED TO HAVE 
ATRIAL SEPTAL DETECT PER PHYSICAL EXAM, CHEST X-RAY AND E.K.G. 

BY DR. NAEEM-UL-HAQUE, CONGEN PHYSICIAN. 

2. REQUEST EARLY APPOINTMENT, PREFERABLY FEBRUARY 21ST OR SHORTLY 
THEREAFTER, EOR FURTHER TESTING AND POSSIBLY SUBSEQUENT SURGERY. 
REQUEST TESTING AND POSSIBLY SURGERY BE SCHEDULED CLOSE TOGETHER 
BECAUSE MOTHER ACCOMPANYING SON TO U.S. FROM PAKISTAN AND MOTHER 
CAN REMAIN IN U.S. ONLY THIRTY DAYS. 


3. PLEASE REPLY BY CABLE TO MR. MIKE ANTHONY, AMERICAN CONSULATE 
GENERAL, KARACHI. 

MOORE 


NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 


UNCLASSIFIED 


NNN 
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